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036020 

R 180900Z MAR 75 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 1764 
INFO AMEMBASSY BEIRUT 
AMEMBASSY KUWAIT 
AMEMBASSY MANAMA 
AMEMBASSY MOSCOW 

UNCLAS BAGHDAD 0282 

EO 11652: NA 
TAGS: BTIO ELEC IZ 

SUBJ: GENERAL ELECTRIC FAVORED TO SUPPLY GAS TURBINE POWER STATION 

1. USINT LEARNED MAR 17 THAT STATE ORGANIZATION FOR 
ELECTRICITY HAS SELECTED GENERAL ELECTRIC EOR SOLE SOURCE 
PROCUREMENT OE 250 MEGAWATT GAS TURBINE POWER STATION FOR KHOR 
ZUBAIR. DEAL IS REPORTEDLY WORTH ABOUT 17 MILLION DOLS. WE 

DO NOT KNOW WHETHER ON TURNKEY BASIS. 

2. CONTRACT WOULD REPRESENT US PENETRATION OF POWER 
GENERATION MARKET SECTOR IN WHICH USSR HAS BEEN PARTICUARLY 
ACTIVE (THREE MAJOR CONTRACTS SINCE 1971.). 

3. BEIRUT AND MANAMA MAY WISH TO PASS ABOVE TO LOCAL GE 
REPS FOR CONFIRMATION. 

4. FOR KUWAIT: THIS MAY BE PROJECT REFERRED TO IN 
FEB 26 ZIOLKOWSKI TO KILLOUGH OFF-INFORMAL LETTER. 
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